II.       Purpose

The primary purpose of this first in a series of annual reports is to identify
and catalog the DOE's environmental control activities conducted in support of
developing environmentally acceptable energy technologies. Since environmental
control technology is an integral part of the DOE energy technology RD&D effort,
the total program activity in this area is not clearly identifiable. This inventory
provides visibility into the total DOE environmental control activity for use by
councils of government, other agencies, and the private sector. It is useful to
distinguish explicitly actual DOE efforts in this area so as to provide a basis for
establishment of future needs and requirements. This report will provide an initial
reference source to be used for future environmental control planning within the
DOE and to serve as a reference base from which related activities outside of the
DOE may be evaluated and compared.

As the first in a series of annual reports on environmental control technology
activities within the DOE, this report will serve as a basis for evaluating progress
in the development of environmental controls. As a baseline comparison datum, it
will provide the background material required to evaluate and assess the
environmental control accomplishments, issues, gaps, and overlaps associated with
energy development within the DOE, in conjunction with other agencies, and in the
private sector.t commercialization.
